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February 22nd, 1995 


Dr. Gerald Ginocchio , 

Wofford College 

429 North Church Street 

Spartanburg, SC 29303-3840 - 

Dear Dr. Ginocchio: 

I think the only thing that I can say to your letter is that I feel sorry 
for you. 


Yours 



rdl/bh 







